To:  Ruhl,  Christopher[Ruhl. Christopher@epa.gov] 

From:  Grantham,  Nancy 

Sent:  Mon  8/31/2015  2:09:46  PM 

Subject:  Fwd:  Gold  King  Mine  Incident  technical  subcommittee  meeting 


Sent  from  my  iPhone 
Begin  forwarded  message: 


From:  "Fagen,  Elizabeth"  <Fagen.Elizabcth@epa.gov> 

Date:  August  31,  2015  at  8:08:47  AM  MDT 
To:  Peter  Foster  <pfoster@,wrightwater.com> 

Cc:  "Grantham,  Nancy"  <Grantham.Nancy@epa.gov>.  "Peterson,  Cynthia" 
<Peterson . Cvnthi a@ epa. gov>.  "Kappelman,  David"  <Kappelman.David@epa.gov>. 

"Copeland,  Michael"  <Copeland.Michael@epa.gov> 

Subject:  RE:  Gold  King  Mine  Incident  technical  subcommittee  meeting 


Hi  Peter, 


We  will  be  bringing  our  Area  Command  and  Incident  Command  Environmental  Unit  Leads 
and  a few  folks  from  our  Public  Infonnation  office.  I believe  5 people. 


Thanks, 

Liz 

Liz  Fagen,  P.E. 

Environmental  Engineer 

US  EPA  Superfund  Project  Manager 

(303)312-6095 

EPA  Region  8 
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1595  Wynkoop  St.,  Denver,  CO  80202 


From:  Peter  Foster  [mailto:pfoster@wri ghtwater.com] 

Sent:  Sunday,  August  30,  2015  10:16  PM 

To:  Ann  Oliver;  charten@southemute-nsn.gov:  Fagen,  Elizabeth;  Liane  Jollon;  Marcie 
Bidwell;  Patrick  Pfaltzgraff  (patrick.j.pfaltzgraff@state.co.us):  Peter  Butler;  Wharton,  Steve 
Cc:  Grantham,  Nancy;  Sheila  Berger 

Subject:  Gold  King  Mine  Incident  technical  subcommittee  meeting 


I have  attached  a rough  agenda  for  tomorrow’s  meeting.  If  anyone  has  anything  to  add, 
please  feel  free.  It  is  likely  too  long  so  let’s  discuss  what  should  be  prioritized  and  covered 
in  the  next  meeting. 


The  Call  in  Number  is 


Nonresponsive  Conference  Code 


If  you  have  any  problems  please  call  Sheila  at  (970)  259-741 1 . 


Thank  you. 


Pete 


Peter  R.  Foster,  P.E. 

Vice  President 

Wright  Water  Engineers,  Inc. 

Over  50  Years  of  Service 

1666  N.  Main  Ave.,  Suite  C 
Durango,  CO  81301 
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(970)  259-741 1 Office 


(970)  749-0256  Cell 

(970)  259-8758  FAX 
HTTP://www.  wriqhtwater.com 


BY  RECEIVING  THIS  ELECTRONIC  INFORMATION,  including  all  attachments,  the  receiver  agrees  that  this  data  may  not  be  modified  or 
transferred  to  any  other  party  without  the  prior  written  consent  of  Wright  Water  Engineers,  that  this  electronic  information  may  not  necessarily 
represent  the  information  shown  on  the  recorded  or  approved  final  developments  and/or  documents,  and  that  the  receiver  is  responsible  for 
verifying  the  information  contained  within  the  electronic  data  against  the  recorded  or  approved  final  documents.  This  privileged  and 
confidential  information  is  intended  only  for  the  use  of  the  individuals  named  above.  If  you  are  not  the  intended  recipient,  be  aware  that  any 
disclosure,  copying,  distribution  or  use  of  the  contents  of  this  message  is  prohibited.  Anyone  who  receives  this  communication  in  error  should 
notify  us  immediately  by  reply  e-mail.  WWE  makes  no  representations  or  warranties  of  any  kind  with  respect  to  the  contents  of  this 
communication  and  any  enclosures  and  neither  shall  any  third  party  recipient  be  entitled  to  rely  on  such  communication  and  any  enclosures. 
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